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To scow Gas Floe Line 



The compressor station to 3 on the Garatov-Mosco vr gas pipe* line was several 
kilometers northwest of Kirsanov (52°38 , N/l^°h3U^),Tainbov Oblast* The compressor 
station, which covered an area of about 300 square meters, consisted of the com- 
pressor house proper with six large Diesel engines of -teeriem make; Hie - power 
station with Hie boiler bouse and two or three General Electric generators of 
>,000 kvr each 5 the pump station with four centrifugal, pumps ; a water reservoir 
with a cooling installation and water' tower $ a tool depot and depot for acces- 
sories and spare parts* a machine shop; a filtering and pressure- regulating 
installation; an administration building; and several residential buildings* 

The entire station was in excell ent condition and had modern equipment. It was 
put into operatioTT 
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